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The IBM Aptiva Diagnostics and Utilities CD-ROM 


The Diagnostics and Utilities CD-ROM includes several 
programs which help you get the most out of your 
computer. You must insert the Diagnostics and Utilities 
CD-ROM in the CD-ROM drive to use any of the programs 
listed in this booklet. 

Easy Test Diagnostics 

Easy Test Diagnostics is a program designed to quickly and 
automatically identify common hardware problems you 
may have with your computer. When the test is complete, 
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the program presents the problems it found and shows 
you the possible causes. 

Advanced Diagnostics 

Advanced Diagnostics is a program designed to help you 
identify problems you may have with your computer. 
Advanced Diagnostics is more comprehensive than Easy 
Test Diagnostics because you can choose to check the 
entire system or specific components for problems. For 
example, you can test the keyboard, mouse, and several 
other hardware devices. This program contains sections 
which require you to interact with the computer. 

IBM AntiVirus 

Your computer can sometimes become "infected" by a 
virus when you install software or work with files from 
another computer. IBM AntiVirus is a program designed to 
help you identify and remove some virus programs. 


Using the Diagnostics and Utilities CD-ROM 

To use the Diagnostics and Utilities CD-ROM, follow these 
instructions: 

1 - Make sure your computer is turned on. 

2 . Insert the Diagnostics and Utilities CD-ROM in your 
CD-ROM drive. 

3 - Shut down the operating system and turn off your 
computer. Wait for the power light to turn off. 

4 . Turn on your computer. 

5 - When you see the Aptiva Diagnostics and Utilities 
Menu, use the arrow keys on the keyboard to select 
the task you want to complete. 

6- When the task is highlighted, press the Enter key. 

7 - Follow the instructions on the screen. 
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